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In Memoriam 


We regret to inform you of the sudden passing of Dr. R.P. Duder, 
secretary to the university's Board of Governors, on April 7. He was 
69 years old. 

The funeral will be held at 3 p.m. on Thursday, April 10 at the 
Church of St. Andrew and St. John (cornor of Sherbrooke and Redpath). 

After a long and distinguished career in the Canadian foreign service, 
Dr. Duder joined Loyola College in 1966 as assistant to President Malone 
and secretary to the Board of Trustees. 

After the merger of Loyola and Sir George Williams, he became assistant 
to Father Aloysius Graham, vice-rector and principal of Loyola campus. 

Dr. Duder retired in 1977 to become secretary to the Board of Governors, 
a position he held until his death. 

Dr. Duder attended Memorial University College, McGill University and 
was a Rhodes Scholar at Oxford University where he earned an M.A. in 1938. 
He also had an A.M. from Harvard University (1943). 

During World War II he rose to the rank. of major in the British Army. 
Following the war, he served the British Military Government in Germany as 
head of the Education Branch. 

In 1950, he joined the Department of External Affairs in Ottawa and 
served as first secretary for the Canadian Embassy in Belgrade from 
1953-54. : 

In 1954, he was appointed advisor to the Canadian Commission of the 
International Supervisory Commission for Indo-China. He was then appointed 
Canadian Commissioner to the International Supervisory Commission in 
Cambodia. 

During 1955~57, he served on the Directing Staff of the National Defence 
College of Canada in Kingston with the rank of Brigadeer. 

He became Counsellor and Head of Chancery for the Canadian Embassy in 
Tokyo from 1957 to 1960. Following this, he was head of the Commonwealth 
Division in External Affairs. 

In lieu of flowers, donations to the Rhodes Scholarship Trust would be 


appreciated. 


